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Integrated Disease Surveillance Programme 





BARRIS VINA Directorate of Medical Health & Family Welfare, Uttarakhand, Dehradun 
Date: 15-11-2020 Time: 06:00 PM 
© Positive Today: 213 Recovered Today: 218 
4% Death Today: 05 < Active Cases: 4565 
Sample Positivity: 5.80% R% _ Recovery Percentage: 90.82% 
1. Total cumulative Positive COVID-19 detected: 68215 
2. Total Number of COVID-19 Patients Treated/ Cured: 61950 
3. Total COVID-19 patients migrated out of state: 593 
4. Total COVID-19 Deaths: 1107 
5. Number of samples found negative for COVID-19 today: 3873 
6. Total number of samples sent for COVID-19 testing today: 3620 
ce Total number of cumulative samples found negative: 1107601 
8. Total number of samples result awaited: 9092 
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Detailed Status of Sample Tested 


Results 
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Details of Districts having Positive COVID-19 Cases 
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District-wise Hotspots/ Containment Zones 


S.No. | District Number of Name of Containment Zone (Date of Start of Containment Zone) 
Containment Zone 


Dehradun (01) 
1 | Dehradun O1 1.  193/5, Rajpur Road, Near Sai Mandir (03-11-2020 to 16-11-2020) 


2 Al 01 Ranikhet (01) 
sea 1. Tehsil Ranikhet, Cantt Quarter Shiv Mandir, Ranikhet (07/11/2020) 
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Integrated Disease Surveillance Programme 
Directorate of Medical Health & Family Welfare, Uttarakhand, Dehradun 








Avoid crowded places 
for your own safety 





avoid close contact 
with people 
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Situation Update, Uttarakhand: Toda 





WHO has declared the Novel Corona Virus (COVID-19) epidemic as Public Health Emergency of International 
Concern (PHEIC) under IHR (international Health Regulation). In this context, Uttarakhand Government has 
strengthened the surveillance and control measures against the disease. Isolation and Institutional Quarantine 
facilities are operational in all districts. To combat the pandemic, the Government has operationalized 38 dedicated 
COVID Hospitals and 420 COVID Care Centres (CCC). 


Public Health Action Taken 


e To enhance the COVID-19 testing capacity, the State Government has decided to conduct 24x7 testing 
facility in Govt. Medical College Haldwani, Dehradun & Srinagar Garhwal. 

e To combat the pandemic situation, the State Government has commenced Home Isolation strategy for self 
isolation of asymptomatic COVID-19 positive patient. 

e To facilitate the early management of COVID-19 positive patients, the State Goverment has designated 20 
Private Hospitals as COVID dedicated facility. 

e The Government has decided the user charges/cost of treatment for private hospitals to treat COVID-19 
patients. 
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Details of Patients Treated & Cured and Death summary: 


e Treated & Cured: Two Hundred Eighteen (218) patients discharged in different districts (Almora— 07, 
Bageshwar— 00, Chamoli— 02, Champawat— 00, Dehradun— 117, Haridwar— 00, Nainital— 07, Pauri— 03, 
Pithoragarh— 20, Rudraprayag— 56, Tehri— 00, U.S. Nagar— 00 & Uttarkashi— 06). 


e Death: Five (05) COVID-19 positive patients expired in the state in last 24 hours. As per information 
provided by the respective hospitals, the death summary is as below: 

(1) A 55-year-old Male expired from AIIMS Rishikesh due to acute coronary syndrome, ventricular 
tachycardia, covid pneumonia 

(2) A 57-year-old female expired in Himalayan Hospital, Dehradun due to Severe COVID, Type 1 Respiratory 
Failure & Acute Kidney Injury. 

(3) A 55-year-old female expired in Ujala Hospital, Kashipur, Kashipur due to Severe COVID, Acute 
Respiratory Distress Syndrome, Cardiac Arrest & Sepsis. 

(4) A 79-year-old Female expired from AIIMS Rishikesh due to refractory septic shock with MODS, ARDS, 
pneumonia, T2DM, HTN and acute on CKD. 

(5) A 68-year-old Male expired from AIIMS Rishikesh due to Cardiac arrest. 
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Preventive measures 


1. All citizens must wear masks whenever venturing outside of their homes. 
2. Travelers’ and their family members must ensure strict respiratory and hand hygiene. 
3. Hand wash by Soap and water up to 40 second must be followed. 


APPEAL 


e Department of Health and Family Welfare, Uttarakhand appeal to every citizens of the state to exercise 
abundant caution by adopting COVID-19 appropriate behaviour in their daily routine. 


e The Government of Uttarakhand appeal to all the recovered/treated COVID-19 Positive patients for voluntary 
plasma donation at nearest Government Blood Bank. The plasma donation facility 1s existing in Doon 
Medical College Dehradun, Government Medical College Haldwani & Government Medical College Srinagar 
Garhwal. 
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be cautious 
Ig A S\ he safe 
HAND (eo. DISINFECTION C€&VID-19 
KEEP YOUR HANDS, SURFACE AREA & GADGETS DISINFECTED Uttarakhand State Control Room 


Details of State Control Room 


e-mail: covid19statewarroomuk @ gmail.com Toll free No: 104/0135 2609500 
email Id: idsputtarakhand @gmail.com WhatsApp No. 9412080544 
Details of District Control Rooms 
Districts District Control Room Number 
Almora 05962-237875,05962-237874 
Bageshwar 05963-220197 


Chamoli 
Champawat 
Dehradun 
Haridwar 


Paurigarhwal 

Pithoragarh 
05946- 281234, 297722, 253850 (Haldwani) 

TehriGarhwal 

Rudraprayag 


U.S. Nagar 05944-246590, 05944-250250 
Uttarkashi 01374-222641, 01374-222722, 7310913129 





